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-].M. BROUGHTON of North Carolina at the controls of the steam shovel 
und was broken for the new $6,000,000 addition to the Cape Fear generating 
of Carolia Power & Light Co. President L. V. Sutton is seen at left in cab 
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NOTE THESE FEATURES 


LIGHTER WEIGHT 


23-kv unit reduced 10% 
34.5-kv unit reduced 16% 


SMALLER SIZE 


Both units reduced 3 in. in diam 
(34.5-kv unit also reduced 3 in. 
height) 


PYRANOL FILLED 
No fire hazard, no sludge 
(also available cil filled) 


HIGH ACCURACY 

Well within the highest accuracy 
classification 4X, tY, }Z 

Suitable for relaying or metering 


HE Spirakore design, so successful in G-E shell type. Their high accuracy under over-current 
distribution transformers, is used in these new conditions makes them ideal for relaying as well as 
outdoor current transformers. The reductions in metering. 
size and weight are due primarily to this unique 


Get in touch with the nearest G-E office for more 
core construction. 


information and assistance in applying these 
These Spirakore outdoor units are of the porcelain- transformers. General Electric, Schenectady, N.Y. 
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Utility Leaders to Gather 
At Annual E.E.I. Meeting 


Ninth annual convention of Institute to be held in Buffalo, June 2-5 — 
Major speeches to deal with power industry problems and its 
part in National Defense — Kellogg to preside 


Utility representatives from all parts 
of the United States will gather in Buf- 
falo the week of June 2-5 for the ninth 
annual convention of the Edison Elec- 
tric Institute. It is estimated that be- 
tween 1.500 and 2,000 delegates will 
attend the business and committee 
sessions. 

A new and intensive examination of 
practically every important phase of 
electric light and power operations is 
planned for the convention, with full 
regard for the important task the indus- 


try is performing as its part in the na- 
tional defense effort. 

Those in charge of arrangements de- 
clare that those attending will have an 
exceptional opportunity to become bet- 
ter acquainted with the national and 
international situations in general 
through authoritative addresses by men 
who are filling key assignments in the 
coordination of business and govern- 
ment defense activities. 

Nationally prominent speakers not 
connected with the electric utilities will 


address the convention and discuss sub- 
jects of national interest. Utility execu- 
tives will discuss problems now of first 
importance to the industry. 

President Charles W. Kellogg of the 
Institute, now serving the OPM as chief 
of power in the mining and mineral 
products section of the materials 
branch, production division, will preside 
at the convention sessions and deliver 
the annual presidential address. 

Committee meetings have been ar- 
ranged for Monday with general busi- 
ness sessions opening Tuesday morning. 
Business sessions will be held in the 
new Kleinhans Music Hall. The Statler 
has been designated as convention head- 
quarters. 

President Kellogg, in a letter to the 
industry, expressed the hope that as 
many representatives of the industry as 
possible will gather so as to make the 
convention a successful and profitable 
one for all those who attend. 





Program Ninth Annual Convention Edison Electric Institute 


Committee Meetings—Monday, June 2 


Accounting Executive Committee, luncheon- 
meeting, 12:30 p.m. Executive Committee, Mod- 
ern Kitchen Bureau, 3:30 p.m. General Sales 
Committee, luncheon-meeting, 12:30 p.m. Plan 
Committee, Modern Kitchen Tiveon. 10 a.m. Rate 
Research Committee, luncheon-meeting, 10:30 
a.m. Statistical Committee, luncheon-meeting, 
12:30 p.m. 


Tuesday, June 3, 9:30 a.m. 


Report of the Treasurer. 

President's Address—Charles W. Kellogg, Edi- 
son Electric Institute. 

Plus Sales and Service Values Pay Off—Tom P. 
Walker, Gulf States Utilities Co. 

Industry and National Defense—W. P. With- 
trow, Blaw Knox Co. and Chairman of National 
Defense Committee, National Association of 
Manufacturers. 

Presentation of Charles A. Coffin Award. 

Presentation of Prize Awards—H. P. Liversidge, 

hairman Prize Awards Committee. 

The Awards—Augustus D. Curtis Award, B. C. 
Forbes Prize, George A. Hughes Award, R. B. 
Marshall Award, Thomas W. Martin Award, 
Claude L. Matthews Award, Laura McCall Award, 
James H. McGraw Prizes, Reddy Kilowatt Award, 
National Water Heating Council Award. 


Tuesday, June 3, 12:45 p.m. 


Operating Committee, luncheon-meeting. 


Tuesday, June 3, 2 p.m. 


Emergency Capabilities of Distribution Plant— 
T. G. Hieronymus, Kansas City Power & Light Co. 

A Forward Look at Distribution—M. W. Smith, 
Westinghouse Electric & Manufacturing Co., E. S. 
Fields, Cincinnati Gas & Electric Co., A. E. Sil- 
ver, Ebasco Services, Inc. 

America and the World War—Constantine 
Brown, Washington (D. C.) Evening Star. 


Tuesday Evening, 9:15 p.m. 


Buffalo Philharmonic Orchestra—Guest Soloist 
Miss Rose Bampton, Soprano Metropolitan Opera 
Company. 


Wednesday, June 4, 9:45 a.m. 


Report of Nominating Committee and Election 
of Trustees. 

A Design for Living—The Low Cost Electric 
Home-—Henry J. Morton, The Pierce Foundation. 
The Responsibility of Sales in These Changin 
and Critical Times—R. E. Fisher, Pacific Gas 

Electric Co. 

Address (Informal)—W. L. Batt, Deputy Di- 
rector, Office of Production Management, Pro- 
duction Division. 

Mobilizing Public Opinion on Electric Service 
Values—C. E. Greenwood, Edison Electric Insti- 
tute, 


Wednesday, June 4, 1 p.m. 


Board of Trustees, luncheon meeting. 


Thursday, June 5, 9:45 a.m, 


Announcement of Election of Officers. 

What Has Been Happening in Load and Ca- 
pacity—Col. Howard S. Bennion, Edison Electric 
Institute. 

Partnership Between Manufacturers and the 
Power Industry Is Vital Now—D. C. Prince, Gen- 
eral Electric Co. 

Capitalism—Servant of All the People—Carl 
Snyder, Formerly Statistician of the Federal Re- 
serve Bank of New York. 

Basic Factors in Power Interconnection Agree- 
ments—J. E. Moore, Ebasco Services, Inc. 


(Ballroom—Hotel Statler) 


Luncheon Meeting. 
Address—Col. William J. Donovan. 


General Convention Committee 


Col. William Kelly, Chairman, Buffalo, Niagara 
& Eastern Power Corp.; Herman Russell, Roches- 
ter Gas & Electric Corp.; John L. Haley, Central 
New York Power Corp.; Ralph D. Jennison, New 
York State Electric & Gas Corp.; T. W. Con- 
nette, New York State Electric & Gas Corp.; 
M. E. Skinner, Buffalo Niagara Electric Corp. 
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DEFENSE PROGRAM—A new series over eighteen stations of the NBC Blue Network, 
from 8:30 to 8:45 p.m. EDST, Thursday nights was started last week by General Electric 
Co. in its “News of the Week in Industry” to tell of the ways the electrical manu- 


facturing industry is aiding to speed defense production. 
Schenectady are NBC announcer Milo Boulton (left), Dr. William D. Coolidge (center), 


At the G. E. station in 


vice-president and director of G. E.’s research laboratory, and Chester Lang, chairman 
of General Electric’s defense co-ordinating committee 





Senator Norris Would Add 
Cumberland to TVA Area 


Senator George W. Norris of Ne- 
braska said he would ask Congress to 
“greatly expand” the TVA by including 
the Cumberland River, its basin and all 
tributaries in the giant government 
power project. 

“This will add a great deal of terri- 
tory to the present TVA area and would 
give TVA the same powers in that re- 
gion,” Senator Norris declared. “Most 
of this is in Kentucky, with part in 
Tennessee, North Carolina and Vir- 
ginia.” 


Join Appliance Drive 


With business conditions in Missis- 
sippi the highest in many years, appli- 
ance dealers are joining the major 
“Progress Push” campaign sponsored 
by Mississippi Power & Light Co., with 
a market of $1,128,575 as its goal for 
the period March-June. 


* 
TVA Turbine Contracts 
Director of Purchases, Tennessee 
Valley Authority, Knoxville, has 


awarded contract to Baldwin South- 
wark Division, Baldwin Locomotive 
Works, Eddystone, Pa., at $635,850 for 


two hydraulic turbines for installation 
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in new hydro-electric power plant at 
Fort Loudoun dam, and to Woodward 
Governor Co., Rockford, IIl., for gov- 
ernor systems for units, at $54,475. 


Montreal Utility to Spend 
$7,000,000 During Year 


President J. S. Norris of Montreal 
Light, Heat & Power Consolidated told 
stockholders at their annual meeting 
that the current year’s budget contem- 
plates the expenditure of a further 
$7,000,000 for capital improvement to 
meet war demand for electricity. He 
declared that this would obviously be a 
serious strain on the company’s working 
capital position. 

Mr. Norris noted that the company’s 
tax bill was now equivaient to around 
one-quarter of the annual gross revenue, 
adding that the $2,101,550 increase in 
1940 over the preceding year was actu- 
ally greater than the total tax bill for 
1934. 


Dealer Appliance Sales 


Dealers in the territory served by 
Virginia Public Service Co. sold $413,- 
782 of appliances during April includ- 
ing 178 ranges, 2,114 domestic refrig- 
erators, 28 commercial refrigerators, 
102 water heaters, 673 washers, 23 
ironers and five water systems. 
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NEWS BRIEFS 


Morcan StTantEy & Co. has re. 
turned to Dayton Power & Light Co, 
fees totaling more than $90,000 in 
order to comply with the SEC decision 
and opinion that the firm’s part in the 
sale of the utility bonds was not in 
compliance with:the utility act. The 
SEC charged too close a tie and free. 
dom from arm’s-length bargaining. 


DanieEL Ricker, Boston Edison air 
conditioning specialist, recently re- 
ceived a gift radio set as guest of honor 
on his retirement as president of the 
Boston Air Conditioning Bureau in 


appreciation of his constructive work 
in this field. 


James G. ALLEN, retiring manager 
of the Lake Geneva, Wis., district of 
the Wisconsin Power & Light Co., and 
president of the First National Bank 
of Lake Geneva, turned over active 
management of his district to Carl J. 
Forsberg, former manager of the com- 
pany at Darlington, recently after 35 
years in the utility industry. Mr. Allen 
and his brother John S. took over the 
Equitable Electric Light Co. of Lake 
Geneva in 1906 and in 1915 became 
vice-president and general manager of 
the Southern Wisconsin Electric Co., 
which was succeeded by the present 
company. 


COMMONWEALTH Epison Co. re- 
cently acquired 5,300 sq.ft. of exhibit 
space at the Museum of Science and 
Industry, Chicago, to depict electrical 
history and progress in Chicago and 
northern Illinois. It will be the largest 
exhibit in the museum. 


A poRTABLE million-volt artificial 
lightning generator has been given by 
General Electric Co. to the University 
of Colorado to be used to test the effect 
of high altitude on insulation and for 
other research. The generator is the one 
used some years ago by Dr. Karl B. 
McEachron, G.E. lightning expert, to 
determine the effect of lightning dis- 
charges on power lines in Michigan, 
New York and elsewhere. It weighs 6 
tons and was shipped in 100 cartons. 


A LIFE MEMBERSHIP in the National 
Association of Foremen has been 
awarded to C. L. Proctor, president of 
Toledo Edison Co. He is the third in- 
dustrialist to be so honored, the others 
being P. W. Litchfield of Goodyear 
Tire & Rubber, and Charles M. White 
of Republic Steel. Each year one man 
is selected to receive this award, and 
Mr. Proctor’s selection was based on 
his individual activity in advising, Pt 
moting and assisting the association 1 
its educational activities. 
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New York Utility System 
to Spend $20,250,000 


Niagara Hudson Power companies working on large-scale construction 
program to add to power capacity — Second unit at Oswego 
station to go into operation this summer — New unit for Huntley 


Construction expenditures of the 
Niagara Hudson Power System this 
year for expansion and improvement 
of plant facilities will total approxi- 
mately $20,250,000, with the major por- 
tion devoted to steam stations. 

President Alfred H. Schoellkopf said 
that last year the system spent $22,000,- 
000 for construction, extension and im- 
provement of necessary facilities. The 
first 80,000-kw. General Electric turbo- 
generator of the new Oswego steam- 
electric plant was placed in service late 
in the year and the second 80,000-kw. 
unit will go into service this summer. 


Starts New Unit 


Early this year the system began 
construction of the 80,000-kw. addition 
to the Charles R. Huntley steam station 
at Buffalo to meet further growth in 
power demands. This is the third unit 
for Huntley and will be completed in 
the fall of 1942. 

The construction budget as contem- 
plated this year included expenditures 
of approximately $7,000,000 on steam 
plants, $850,000 on electric hydraulic 
work, $2,500,000 on _ transmission, 
$7,000,000 on distribution, $1,300,000 on 
gas production, $150,000 on gas trans- 
mission, $600,000 on gas distribution 
and $850,000 on general and miscel- 
laneous work. 

Last year the Niagara Hudson Power 
System constructed 533 miles of rural 
lines and contemplates the construc- 
tion of another 400 miles this year. The 
system added 1,883 farm and 4,000 
non-farm customers. Last year the 
average annual use was 1,335 kw.-hr. for 
farm and non-farm customers. Resi- 
dential customers used 955 kw.-hr. in 
1939 and 1.011 kw.-hr. last year. It is 
estimated that the rate of growth in 
1941 will be about 25 per cent over 
1940 and so far this year the growth 
has been at about that rate. This is due 
lo greater employment in defense in- 
dustries, higher payrolls and more pur- 
chasing power in the area served. 


Appliance Sales 


Sales of major electric appliances in 
the territory is principally by dealers, 
but some sales are made for company 
accounts and on behalf of dealers. 
These sales last year accounted for 
about 48,000 refrigerators, 13,000 
tanges, 3,000 water heaters and 3,600 
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water pumps and a great number of 
miscellaneous appliances. 

Since the start of the national emer- 
gency defense program the system com- 
panies have taken unusual precautions 
against possible sabotage of electric 
plants. The management engaged a full- 
time expert to report directly on meas- 
ures and suggestions for plant protec- 
tion. Guard fences, floodlighting and 
other precautions have been installed. 
Employees, on a voluntary basis, have 
been fingerprinted and identifications 
cards issued. Extra guards have been 
employed. 


Wisconsin Michigan Power 
Seeks License for Project 


Wisconsin Michigan Power Co., Ap- 
pleton, Wis., has asked the Federal 
Power Commission to license a hydro- 
electric project on the Michigamme 
River in Iron and Dickinson counties, 
Michigan. 

This project consists of headwater 
dam and storage reservoir, a proposed 
dam, reservoir and power house. The 
storage development will consist of a 





dam 50 ft. high above stream bed, cre- 
ating a reservoir capacity of 113,800 
acre-feet. Power development will con- 
sist of a multiple-arch concrete dam 
75 ft. high, a reservoir having usable 
capacity of about 20,000 acre-feet, a 
power house located about 800 ft. be- 
low the dam having installed capacity 
of 21,400 hp.; one transmission line 
extending eastward about 8 miles to 
Randville, Mich., and another transmis- 
sion line extending southward about 3 
miles to the applicant’s Brule hydro- 
electric plant. The project will be a part 
of the company’s system operating in 
the states of Michigan and Wisconsin. 


Permits Sale of Lines 


Pennsylvania Public Utility Commis- 
sion has authorized the sale by the Glen 
Rock Electric Light & Power Co. of two 
electrical transmission lines to Edison 
Light & Power Co. of York for $21,667. 
The lines are located within the char- 
tered territory of Edison Light & Power 
Co. and are used by it for the transmis- 
sion of electricity to the Glen Rock com- 
pany. Both companies are in the Utility 
Management System. 


Places Turbine Order 
Fort Dodge (la.) Gas & Electric Co. 


has placed an order with General Elec- 
tric Co. for a new turbo-generator in 
connection with the $1,000,000 pro- 
gram of additions and improvements of 
the utility. 





NEW STATION—Air view from the southwest, showing Oswego Harbor in background, 

of the new Oswego steam-electric generating station of Central New York Power Corp., 

Niagara Hudson Power System, where the second 80,000-kw. General Electric turbo- 

generator is being installed. The first 80,000-kw. unit went into service last year and 
the second is scheduled to go into operation some time this fall 
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Philadelphia Electric 
Rushes Work at Chester 


President Liversidge says company is spending $21,718,000 this year 


to provide all power needs of defense industries — Adding 


generating units at Chester, Deepwater and at new station 


Installation of the new 50,000-kw. 
General Electric superposed unit at the 
Chester steam-generating station of 
Philadelphia Electric Co. is progressing 
satisfactorily and will be placed in 
service in the near future, President 
Horace P. Liversidge reports. An ad- 
ditional 80,000-kw. condensing unit has 
been ordered for installation in this 
plant and will be ready for operation 
some time in 1942. 

The Philadelphia utility has a con- 
struction and improvement budget of 
$21,718,000 this year, as compared with 
expenditures of $13,745,000 last year. 


Construction Budget 


The total budget for the company and 
its subsidiaries compares as follows: 





Electric 1941 1940 
Steam stations. . $8,618,000 $7,795,000 
Hydro stations 113,000 15,000 
Transmission lines.. 2,208,000 279,000 
Substations ...... 4,475,000 1,010,000 
Distribution system 4,360,000 3,553,000 
Common utility plant 500,000 275,000 

Total electric ... $20,274,000 $12,927,000 

Gas 1,081,000 720,000 

Steam ; ; ; 363,000 98,000 


Total budget $21,718,000 $13,745,000 

Improvements to property acquired 
in 1939 for the erection of a new steam- 
generating station in southeast Philadel- 
phia will be started this year. Present 
plans call for the installation of two 
150.000-kw. generating units. one to be 





ADDS CAPACITY—tTurbine end of the 50,000-kw. General Electric turbo-generator 


which Philadelphia Electric Co. is installing in the Chester station. 
company’s $21,718,000 construction and system improvement budget 
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in operation in 1944 and the other in 
1945. 

Another improvement planned this 
year is the installation of a ring bus 
at the Chester station and will be com- 
pleted early in 1942. Last year a simi- 
lar ring bus was installed at the 
Schuylkill station. 

In addition, an installation will be 
made at the Deepwater generating sta- 
tion to supply exhaust steam and 20,000 
kw. of additional electric capacity to 
E. I. du Pont de Nemours & Co. This 
project is scheduled for completion by 
January 1, 1942. 

Last year the company erected and 
placed in operation a new transmission 
substation (Upper Darby) and related 
supply lines, to supply the increasing 
power requirements in the suburban 
area west of Philadelphia. 


Two New Substations 


To provide for increasing industrial 
load, two new transmission substations 
will be undertaken this year, one along 
the Delaware River in the Chester area 
and the other in the northeastern part 
of the company’s territory. Construc- 
tion of a new 66,000-volt transmission 
line from Chester to the new Upper 
Darby substation will get under way 
this year. 

Mr. Liversidge stated that substantial 
work is contemplated in connection with 


This is part of the 


ELECTRICAL WORLD e@ 





additional supply lines, industria! syb. 
stations, transformer and bus capacities 
and other improvements and replace. 
ments. 

The company has projected for this 
year in the northwestern part of Phila. 
delphia a new 33,000-volt substation 
together with increased transformer and 
bus capacity of existing distribution 
substations. Furthermore, there js 
planned for this year the start of an 
electrical supply line to the municipal 
water pumping station at Torresdale, 
Pa., which is scheduled for completion 
some time next year. 

Philadelphia Electric and its sub. 
sidiaries, South Pennsylvania Power Co, 
and Conowingo Power Co., constructed 
88 miles of rural lines during 1940 and 
propose to build 72 miles this year. 
Electric service is available to prac- 
tically the entire rural area of the com- 
pany’s territory, it being estimated that 
approximately 95 percent of the rural 
population has service 
available. 


lines readily 


Appliance Sales 


The total dollar volume of appliance 
sales during 1940 totaled $2.956,051, 
producing an estimated annual revenue 
of $321,120. Electric appliance sales 
during 1941 are estimated at $2,988,155. 

The average annual use for residential 
service was 1,025 kw.-hr. in 1939, 1,091 
kw.-hr. last year and is estimated to 
reach 1,141 kw. in 1941. 

With the defense program growing in 
intensity and the Philadelphia area 
especially active, Mr. Liversidge said 
that additional generation. transmission 
and distribution facilities will be pro- 
vided so that the reserve capacity dur- 
ing the defense emergency period will 
not be below the standards adhered to 
in normal periods. He said that it is 
anticipated that the major effort of the 
defense program on power requirements 
will occur within the next two years 
regardless of how great the defense 
effort may become in the future. 

“Philadelphia Electric plans to ex 
pand its generating capacity so that 
these facilities will be adequate to meet 
any predictable demand created by the 
national defense emergency.” Mr. Liver- 
sidge declared. 


Buys Mobile Unit 


A mobile power generator has been 
purchased by the Georgia Power Re: 
serve Rural Electric Membership Corp. 
an association of REA co-operatives, and 
is available to any of the 37 Georgia 
members in the event of regular gener 
tor trouble. It is mounted on a highway 
trailer and consists of two 50-kw. Diesel: 
electric generators and cost $18,000. 
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Utility System to Spend 
$43,000,000 on Plants 


Commonwealth & Southern companies increase construction expendi- 
tures over last year— President Whiting attacks interpretation 
by SEC of “death sentence” section of utility act 


In view of the vital importance of 
electric power to national defense, the 
companies comprising the Common- 
wealth & Southern Corp. group are 
spending over $43,000,000 this year for 
additions to plants, President Justin R. 
Whiting told stockholders in the annual 
report. Mr. Whiting said that last year 
the system units spent $38,500,000. 
These companies, serving areas in ten 
states in which much of the defense ef- 
fort is being concentrated, he declared, 
“were never in a sounder or more efh- 
cient operating condition than they are 
today.” 

Discussing the effect of the utility 
holding company act on the system, Mr. 
Whiting stated that in view of national 
defense emergency, “it is the more ex- 
traordinary that the Securities and Ex- 
change Commission should have chosen 
this time to return apparently to the 
more destructive interpretation of Sec- 
tion 11 of the public utility act, and 
to have tentatively concluded that Com- 
monwealth & Southern should select 
one of its principal operating com- 
panies and give up all the rest. 


Harmful to Defense 


“Clearly, this proposed action by the 
commission would be as harmful to 
the defense program, on the one hand, 
as the increases of power capacity is 
helpful to it, on the other,’ Mr. Whit- 
ing declared. 

The report stated that before the SEC 
Mr. Whiting concluded that “the times 
are critical. No one can afford to do 
anything which might make the electric 
industry less efficient than it now is. 
Every one recognizes that the future 
power supply of this country is vital to 
our national interests.” 

Pointing to the value of holding com- 
panies, Mr, Whiting said that since 
1937 the Commonwealth group has put 
into operation 300,000 kw. of increased 
capacity and the “foresighted action” 
on the part of the companies enabled 
them to accelerate their construction 
programs and place them in a position 
lo meet all electric power demands 
Within their territory, with additional 
capacity still being added. 

“The value of the holding company 
in this emergency has been well dem- 
*nstrated by the assistance which this 
‘Orporation and the service company 
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have been able to give to the operating 
companies,” Mr. Whiting declared. 
“Through centralized purchasing, the 
service company has been able to ob- 
tain the necessary material and sup- 
plies for the subsidiaries more speedily 
and at lower prices than these com- 
panies could individually.” 

Mr. Whiting pointed out to stock- 
holders the other benefits of the hold- 
ing company and its services to the op- 
erating companies and then stated that 
the Commonwealth group as a unified 
system contributes directly to the na- 
tional utility which defense requires and 
at the same time pays more than $12,- 
000,000 annually in federal taxes, as 
well as nearly an equal amount in state 
and local taxes. 


FPC Refuses Rehearing 
to Alabama Power 


Federal Power Commission has re- 
fused to grant a rehearing or a stay of 
its order of April 26, 1941, under which 
the Alabama Power Co. is required to 
adjust its books of accounts on or be- 
fore July 1, 1941, to reflect the commis- 


sion’s determination of the actual legiti- 
mate original cost of the company’s 
Mitchell Dam project No. 82 on the 
Coosa River in Alabama. 

The accounting adjustments which 
the company is ordered to make in- 
clude charging to its earned surplus ac- 
count the sum of $3,657,081 which 
amount the commission disallowed out 
of the $10,646,057 claimed by the com- 


pany as cost of the project. 


Will Add 7,500-Kw. Unit 


Iowa Electric Light & Power Co. con- 
templates the installation of a new 
125,000-lb.-per-hour boiler and a 7,500- 
kw. turbine in its power plant at Boone. 
Estimated cost is $750,000. The com- 
pany has also set aside an additional 
$750,000 for an increase in the generat- 
ing capacity in the Boone or Marshall- 
town district, but the details and exact 
location have not been determined. 


Votes Tacoma Expansion 


Tacoma City Council has _ unani- 
mously approved an ordinance clearing 
the way for the $11,000,000 city power 
expansion program. Secretary Ickes 
was opposed to the project, seeking a 
tie-up with Bonneville-Grand Coulee. 
Public Utilities Commissioner R. D. 
O’Neil claims the city can produce 


power cheaper than it can purchase it 
from the government projects. 





ELECTRIC COOKING—More than 200 representatives of the food-processing field from 
central New England viewed the latest at Hartford Electric Light Company's recent 


commercial electric cooking show. 


It was keyed on the theme “Draw a Full House 


by Electric Cooking.” E. D. P. Gross of power sales staff managed the show 
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Special Meeting Called 
to Simplify Wire Code 


Sessions in Chicago, June 10-11, will discuss an interim revision of 
the 1940 National Electrical Code section on wire insulation — 
Seven subjects to be covered in proposed revision 


A special meeting of the electrical 
committee of the National Fire Pro- 
tection Association has been called at 
the request of a group of members and 
will be held in Chicago, June 10-11. 
It is expected that the major portion 
of the meeting—which is not to be a 
code revision session—will be given over 
to a discussion of a proposal for an 
interim revision of the 1940 National 
Electrical Code section on wire insula- 
tion and carrying capacities (Section 
3005). This proposal seeks to simplify 
the code by eliminating five of the nine- 
teen types of wire recognized and re- 
placing them with a single new type of 
wire of smaller diameter than the pres- 
ent standard. 


Changes Proposed 


The pending proposal for code revi- 
sion was submitted to the chairman of 
the electrical committee by George 
Andrae in behalf of the National Elec- 
trical Contractors Association. Reasons 
advanced by those proposing the 
changes are that the current values 
under the new proposal will be changed 
from the present “confusing” 1940 edi- 
tion code tables to a simple statement 
of values identical with these in the 
1937 code and previous issues. The 
substitution of a single new improved 
code wire for five of the eight “R-type” 
wires, recognized for ordinary building 
construction, is expected to eliminate 
duplicate supplies, stocks and invento- 
ries, minimize confusion regarding the 
application of tables and reduce the 
necessary calculations in determining 
what wires may be used. 

Specifically it is proposed to elimi- 
nate from the 1940 National Electrical 
Code all types of rubber insulated wire 
designated by the type numbers R, RP, 
RPT, RH and RHT and replace them 
with an improved code wire designated 
as type R. 

The proposed new type R wire will 
be suitable for operation at a maximum 
ambient temperature (not copper tem- 
perature) of 30 deg. C. and will meet 
all present requirements for code rub- 
ber-covered wire, but will be dimen- 
sionally smaller than present type R 
wire. Sizes 14, 12, 10 and 8 AWG will 
have the same dimensions as the pres- 
ent RHT type. All larger sizes will 
have ex in. insulation than the 
present type R wire. It is also proposed 
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to extend the type RU wire to include 
size No. 6. 


Subjects Covered 


In addition to the discussion of the 
proposed code revision, the committee 
will attempt to find an answer to the 
non-tamperable fuse situation as well 
as consider several subjects related to 
the broader aspects of code objectives 
and future plans. These subjects will 
cover: 


1. A study of the interval between 
code revisions. The present interval is 
three years. Suggested changes range 
from yearly revision to once in five 
years. 

2. If five-year revision is adopted 
should supplements to the code be 
issued every interval year? 

3. Need for an abbreviated code for 
use in territories where electrical work 
is limited to one or two simple wiring 
methods; or, as an alternative, some 
form of index to the code which would 
indicate rules applying in simpler 
cases, 

4. Proposal that the electrical com- 
mittee prepare educational booklets ex- 
plaining application of code rules. 

5. Suggestion that the code include 
more engineering data. 

6. Suggestion that electrical commit- 
tee give attention to study of electrical 
fire reports. 

7. Need for a special committee to 
study (a) farm wiring, (b) temporary 
wiring, (c) defense lighting, (d) elec- 
trical construction in fire districts and 
similar subjects. 


Tamper-Proof Fuse 
Patents Thrown Open 


Patent restrictions that might have 
hindered the efforts to achieve stand- 
ardization in the field of tamper-proof 
fuses prior to November 1, when their 
use under the rules of the National 


Electrical Code became mandatory, 
have been removed through the action 
of the manufacturers. Consideration of 
the subject will take place at a meeting 
of the electrical committee, N.F.P.A., 
to be held in Chicago, June 10. 

Two fuses, the “Fustat” and 
“Tamres,” each with five licenses, have 
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been brought forth, while the special 
committee on type S fuses has sug- 
gested a third. 

In the interests of standardization, 
Bussmann Manufacturing Co., owner 
of “Fustats” patents, has offered to 
license without royalty any manufac. 
turer provided “Fustats” become the 
standard. The only restriction to be im. 
posed is that any fuses made under 
these patents shall be listed by Under- 
writers’ Laboratories. 

In making this offer the Bussmann 
company states that “Fustats” are now 
standard in 140 cities out of the 141 
requiring tamper-proof fuses. 

Chase-Shawmut has offered to release 
its patents for unrestricted use pro- 
vided either the “Tamres” or the fuse 
proposed by the special committee is 
adopted as standard. 


Proposed Fire Law 
Fails at Meeting 


A movement to offer areas without 
comprehensive electrical inspection a 
draft law indorsed by the National 
Fire Protection Association failed to 
receive the necessary sanction at its 
convention in Toronto, Ont., last week, 
when President Alvah Small declared 
it was improperly before the association 
and the drafting committee was dis- 
charged by practically unanimous vote 
of the delegates present. 

The movement to obtain such a draft 
law originated about four years ago 
with a number of state fire marshals in 
the Middle West, and was due to the 
widespread extension of electrical serv- 
ice in rural areas where it was felt that 
no adequate inspection provisions ex- 
isted. After a somewhat checkered 
career the proposed law was published 
in the advance reports of the Toronto 
meeting (NFPA Quarterly, Pt.2, April, 
1941) by the electrical law committee 
of the association, L. P. Dendel, Lans- 
ing, Mich., being chairman. Of the ten 
members of this committee, two repre 
senting NEMA and the Edison Electric 
Institute, opposed the indorsement of 
such a law. 

The laws and ordinances committee 


I, 


Utility Group to Dissolve 


The Committee of Public Utility Exec 
tives, which was formed during the 
journey of the utility holding company act 
through Congress, is to be dissolved June 
1 because of the prolonged illness of ” 
chairman, Philip H. Gadsden, vice-pres 
dent of United Gas Improvement Co. Mr. 
Gadsden has been ill for more than ¢ 
year. 
el 
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also declined to approve or concur in 
the publication of the proposed model 
electrical law as an advance report that 
might be circulated in use in drafting 
legislation, largely on the ground that 
such a law in its opinion should be built 
definitely around the National Elec- 
trical Code and the listings of the 
Underwriters Laboratories, Inc. 

The backers of the proposed law 
sought to offer a workable statute draft 
to states in which inspection require- 
ments, particularly in rural areas, 
appear inadequate. They endeavored to 
avoid the difficulties which arose in 
Michigan when the Supreme Court of 
that state declared the electrical inspec- 
tion law invalid on the ground of im- 
properly delegated authority. 

The National Electrical Contractors’ 
Association and the REA representa- 
tives favored the law. 

The opposition, which was much in 
evidence among the delegates, took the 
position that existing inspection au- 
thorizations and facilities suffice for 
present conditions. 

The report of the field engineer 
of the association, Victor H. Tousley of 
Chicago, pointed out that the National 
Board of Fire Underwriters now places 
electrical causes as first in connection 
with fire losses. In industry one fire in 
four is now electrical in origin and the 
average loss exceeds $1,000. 


Engineers’ Council Report 


The Engineers’ Council for Profes- 
sional Development has _ issued __ its 
eighth annual report, including com- 
mittee reports on engineering schools, 
professional 
training and 
guidance. 


recognition, 
student 


professional 
selection and 


Gets Grand River Power 


Grand River dam power is now be- 
ing used by the town of Chelsea, Okla., 
under a contract of 7 mills a kilowatt- 
hour. Former current was produced by 


the municipal plant at 1.5 cents a kilo- 
watt-hour. 


Mass. 


Electric engineers. 
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New Materials Seen 
in Street Lighting 


Street lighting as a safeguard agency 
of defense and civil life featured a con- 
ference of about 125 General Electric 
engineers and invited guests last week 
at Swampscott, Mass., the program in- 
cluding a pioneer blackout in the out- 
skirts of Lynn demonstrating the effec- 
tiveness of a number of 2.5-watt argon 
street lamps (about 1 cp. each) lately 
developed at Nela Park. Technical ses- 
sions were presided over by A. F. Dick- 
erson and F. D. Crowther of G.E. and 
Henry G. Clum of Jersey Central Power 
& Light. 

In a street-lighting photographic con- 
test prize awards were given for illumi- 
nation depicted at Bridgeport, Hartford 
and Pittsburgh, by a board of judges 
composed of A. D. Cameron, president 
of the Illuminating Engineering So- 
ciety; Mr. Clum, and H. S. Knowlton, 


New England’ editor ELecrricaL 
WorRLD. 
Nearly two dozen papers and 


addresses occupied the program, which 
revealed the advent of what might be 
called the “safety era” in highway 
illumination. Extended data were cited 
in support of programs designed to 
build up modern lighting by protecting 
outstanding danger zones. There is a 
marked trend toward increasing the 
intensity of illumination on particular 
highway sections considerably beyond 
the corresponding increase in costs. 


Newly designed lighting equipment 
was extensively discussed and studies 
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of materials in relation to priorities 
and supplies available reviewed. It was 
brought out by K. Cornell, Buffalo, that 
besides aiding mass production, stand- 
ards tend to reduce costs and to some 
degree offset taxation increases. 

J. H. Coates, Ebasco Services, Inc., 
pointed out that the “franchise ap- 
proach” to street-lighting contracts is 
unsatisfactory and recommended more 
comprehensive treatment of the sub- 
ject. 

Manufacturing engineers in compar- 
ing materials for street lighting cited 
their desire to co-operate to the full 
with the OPM in connection with the 
defense work. Chromium plating on 
copper was cited as a promising devel- 
opment in place of aluminum composi- 
tions for reflecting surfaces. Silver 
plating is also being tried, preliminary 
tests indicating heat-resistant value up 
to 350 deg., but more life data are 
needed. Silvered glass, effectively used 
in floodlights, has high reflectivity, but 
is relatively fragile. The new textolite 
radial wave reflector was commended. 

H. S. Metcalfe, director of public 
relations, West Penn Power Co., pre- 
sented a paper advocating merchandis- 
ing street lighting on the basis of care- 
fully analyzed and planned develop- 
ments, eliminating “horse trading” and 
political football tactics. West Penn’s 
street-lighting load rose in sixteen 
years from 25,000,000 to 53,000,000 
lumens. R. L. Henry, Kansas City Power 
& Light, described street-lighting oper- 
ating and maintenance practices of 
that utility. 


Ohio Co-ops Not Exempt 


Co-operative utility organizations are 
not entitled to special consideration on 
tax assessments for being operated 
without profit, the Ohio State Board of 
Tax Appeals ruled in the case of the 
South Central Rural Co-operative, Inc., 
of Lancaster. The co-operative con- 
tended that its proper 1939 assessment 
should be approximately $207,000, or 
half the value of assets. The board 
fixed the amount at $348,720. 


STREET LIGHTING CONFERENCE—Delegates attending the General Electric-Utility Street Light Conference at River Works, Lynn. 
At top is close-up of the British and American blackout luminaires. 


Unit at right is American. developed by General 
It takes 2.5-watt Argon lamp. 


British unit uses 25-watt incandescent lamp. 


Both give off about 1 cp. 
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N.E.M.A. Members Air 
Ways to Aid Defense 


Discuss difficulties at meeting 
in Hot Springs — See 
material bottleneck 


A desire for information on how best 
to handle the difficulties arising out of 
national defense drew a record attend- 
ance at the spring meeting of the Na- 
tional Electrical Manufacturers Asso- 
ciation last week at Hot Springs. The 
problem of securing sufficient raw mate- 
rial to fill non-military orders from 
regular customers in the face of more 
restrictive priorities was 
throughout the meetings. 

Discussion with many manufacturers 
brought out the thought that utility cus- 
tomers might have difficulty in securing 
their requirements unless they were 
more anticipatory in their buying. In- 
stances were cited where utilities were 
placing price protection orders with no 
delivery date specified. Because of the 
difficulty in getting raw material, the 
practice of quoting no prices beyond a 
very short period appears to be grow- 
ing. Manufacturers pointed out that 
their suppliers are quoting them on the 
basis of price prevailing at time of de- 
livery, and since no deliveries are prom- 
ised they can no longer give protection. 

While almost all of the manufactur- 
ers had some orders for materials to be 
used in some phase of the defense pro- 
gram, only a small number so far were 
making war munitions. 

In general, production hours have in- 
creased and the feeling was that if fur- 
ther increases were to be put into effect 
the bottleneck would not be labor but 
material. 

Considerable study is being give to 
the possible use of substitute materials. 
A shortage of tool and pattern makers 
has made this difficult. 


uppermost 


District Utility Body Gets 
Member by Appointment 


The lone member of the District of 
Columbia’s “frozen” Public Utilities 
Commission is being replaced. Col. 
David McCoach, Jr., the district’s engi- 
neer commissioner and by virtue of his 
office member of the PUC, is being 
transferred to duty with the U. S. Engi- 
neers. He will be replaced “almost 
immediately” by Brig.-Gen. Charles 
Kutz, who is being recalled to active 
service. General Kutz was engineer 
commissioner of the district from 1914 
to 1917 and from 1918 to 1921. 

The exchange will not alter the dis- 
trict PUC’s inability to function due to 
a lack of a quorum membership, a con- 
dition which has existed since the death 
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in February of Chairman Riley Elgin. 
President Roosevelt has named Gregory 
Hankin to fill a previous vacancy ex- 
piring June 30, but the Senate has not 
acted upon the nomination, and no one 
has been named to Elgin’s post. 


Iowa Association Files 


Iowa Public Utilities Association, 
Cedar Rapids, has filed a report with 
the Securities and Exchange Commis- 
sion under the service company ruling 
of the Holding Company Act. The Mis- 
souri Association of Public Utilities 
filed in March and other state associa- 
tions are expected to file. 


Fines Village on Rates 


Village of Constantine, Mich., and its 
counsel were recently held in contempt 
of court, in a decision that held that the 
village officers violated a previous order 
instructing them to maintain electric 
rates in Constantine sufficiently high to 
provide for bond payments on the 
municipal power plant, pay operating 
expenses and set up a reserve for depre- 
ciation. The village was fined $200, 
with the proviso the fines would be re- 
mitted if the village adjusted its rates 
before next bills go to consumers. 


MEETINGS 


Public Utilities Advertising Association—Annual 
convention, Hotel Statler, Boston, Mass., May 
26-27. James Macdonald, chairman, Boston 
Edison Co., Boston. 


National Association of nae ag? Agents—An- 
nual convention, Chicago, Ill., ay 26-29. G. 
A. Renard, executive secretary-treasurer, II 
Park Place, New York, N. Y. 


Edison Electric Institute—Annual convention, Buf- 
falo, N. Y., June 2-5. Col. H. S. Bennion, 
managing director, 420 Lexington Av., New 
York, N. Y. 


American Society of Heating and Ventilating 
Engineers—Semi-annual meeting, Palace Hotel, 
San Francisco, Calif., June 16-19. A. V. Hutch- 
inson, secretary, 51 Madison Av., New York, 
N.Y. 


American Institute of Electrical Engineers—Sum- 
mer meeting, Royal York Hotel, Toronto, Can- 
ada, June 16-20. H. H. Henline, national sec- 
retary, 2? West 39 St., New York, N. Y. 


Pacific Heating and Air Conditioning Exposition 
—Exposition Auditorium, San Francisco, Calif. 
June 16-20. Publicity Department, Pacific Heat- 
ing & Air Conditioning Exposition, Grand Cen- 
tral Palace, New York, N. Y. 

American Society of Mechanical Engineers—Semi- 
annual meeting, Kansas City, Mo., June 16-20. 
C. E. Davies, national secretary, 2? West 39th 
St., New York, N. Y. 

American Society for Testing Materials—Annual 
meeting, Palmer House, Chicago, Ill., June 23- 
27. R. E. Hess, assistant secretary, 260 South 
Broad St., Philadelphia, Pa. 


Society for Promotion of Engineering Education 
—Annual meeting, Rackham Building, Ann 
Arbor, Mich., June 23-27. 


Canadian Electrical Association—Annual meet- 
ing, Seigniory Club, P. @., Canada, June 25- 
ar zt Fairchild, secretary, 804 Tramway 
Bldg., Montreal. 


Michigan Electric Light Association—Annual con- 
vention, Grand Hotel, Mackinac Island, Mich., 
June 30-July 2. C. H. Silvester, secretary, Port 
Huron, Mich. 
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Union Electric Fined; 
Loses State Charter 


In a far-reaching decision in the “po. 
litical scandal” ouster case of Union 
Electric Co. of Missouri, subsidiary of 
North American Co., Circuit Judge Ed. 
gar B. Woolfolk ruled last week that 
the state charter of the St. Louis utility 
was forfeited for violation of the Mis. 
souri corrupt practices act. However, 
the court provided that if the company 
pays a fine of $175,000 within 120 days 
there will be a stay of execution as to 
the charter forfeiture. This stay of exe. 
cution would continue so long as the 
company conducts its business in Mis- 
souri in a lawful manner. 

In order to enforce its order the 
court retained jurisdiction of the case, 

The decision against the utility was 
handed down in a civil suit which the 
judge had been considering since last 
January 15, when he took the case un- 
der advisement after a trial without a 
jury. 

Union Electric was alleged to have 
made illegal contributions in municipal 
elections in St. Charles in 1937 and 
1938. The suit, filed April 20, 1939, by 
David A. Dyer, prosecuting attorney, 
charged that the company under a for- 
mer management made financial contri- 
butions to St. Charles municipal can- 
didates who were opposed to construc: 
tion of a city-owned power system. The 
suit was an outgrowth of disclosures 
during an investigation of the company’s 


business and political practices by the 
SEC. 


Franchise Protested 


Ohio Public Service Co. has filed a 
protest with the state Public Utilities 
Commission against a proposed ten 
year power franchise passed by Alli- 
ance City Council. The franchise would 
continue unchanged present domestic 
and commercial rates, but would pro- 
vide for free street lighting, now cost- 
ing the city $23,960 a year. The utility 
in its appeal pointed to a sharp decline 
in net profits in 1940 and the impend- 
ing increase in utility taxes. 


Fluorescent Futurama 


Dealers, distributors, contractors and 
prospective customers in sixteen majo 
cities throughout the country are © 
view during the next three months the 
Fluorescent Futurama, a_ traveling 
show, an exposition on lighting fix- 
tures. The activity has been original 
by the Fleur-O-Lier manufacturers 42 
the RLM Institute. 
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Only the L-M ‘PVD’ 
fuse cutout offers you 
all these features* 








always protected 


Door stays closed whether the cutout is in blown or 
fused position—working parts are always protected 


from the weather. 


safe, cool contacts 


Large area of contact surfaces means efficient dis- 
sipation of heat—Cool, safe operation is the result. 


arc quickly cleared 


When a link blows, the arc is cleared inside the 
cartridge — the blown link is jerked out before the 
contacts separate. 


A metal band on cartridge, at 
point where sliding action occurs, 
assures a free and fast action. 


wide air gap 


A large air gap between contacts 
prevents any re-establishing of 
the arc. 


spots trouble 


The tell-tale position of the dropped 
down cartridge is easily seen from 
the ground —spots the trouble quick- 
ly, saves hunting. 




















* 

Also available as the 
only 2-shot porceiain- 
housed reclosing cut- 


y out, RP2-56, with time- 
we delay mechanism, 





Only the L-M “PVD” gives you all the fea- 
tures that you want in a modern cutout. FOUR SIZES 

When you seea sample you know why there 5000 Volts, 50 Amperes Cat. No. C-230016-6 
are so many “PVD's” in use today. Just ask 
your L-M Representative for one or write to 
Line Material Company, Milwaukee, Wis. 


LINE MATERIAL COMPANY 


7500/12500 Volts, 50 Amperes Cat. No. C-230004-6 
5000 Volts, 100 Amperes Cat. No. C-23002¢-6 
7500/12500 Volts, 100 Amperes Cat. No. C-230005-6 





R. F. Frenger, R. A. Neal and 
A. C. Streamer of Westinghouse 


H. E. Ruggles, Westinghouse: 7 (6, . 
J. D. Wood, Roller Smith; i H 
H. R. Summerhayes, General Electrig 


k:lectrical manufacturers a 
Homestead last week gave o 


of business and production. 
J. C. Sharp, Hotpoint 


they reported shipments wil 
C. M. Snyder, General Electric 


tion line to speed the nationaf delense 


Swadley, Homestead Studi 


R. C. Grats, £. 7. 
Electric MiiBulecturir 


R. E. Uptegraff, R. E. Uptegraff Manufacturing Co. 
A. C. Farmer, Westinghouse 
J. W. McMullen, Allis-Chalmers 
Fred Holmes, Duncan Electric Manufacturing Co. 


> 
R. E. Murphy, I1.E.E. Circuit Breaker Co. 
H. H. Rudd, Railway & Industrial Engineering Co. be 





Col. A. E. Herzberg, Wagner Electric ii “ ' 4 . a ene 
H. F. McRell, General Electric . ; , _ Lenten Say 6 Siam 
ectrig E. P. Shnable, Line Material oe _ . “diay pe Sane 
4 Ralph H. Jones Co. 
A. H. Jaeger and 


at Hot Springs ~— r | F > F. B. Williams of Hotpoint 


alfading the spring meeting at the 
e optimistic reports of increasing volume L. Whitney. Westinghouse: 
. G. Bellezza, Locke Insulator Corp.; 
. H. Burleson, Ohio Brass Co. 


on kin problem now is priorities, but 


wil , e speeded as they come off produc- 
onde delense effort. Photos by Charles Q. 
did 


M. R. Rosen, Becker Bros. Carbon 
Co. 
W. H. Hardman, General Electric 
E. A. Williford, National Carbon Co. 
H. B. Eynon, Pure Carbon Co. 


Grd. 1. Carlson, F. T. Wheeler of Trumbull 
c M@Buccuring Co. and J. J. Mitchell of Bulldog 
Electric Co. 
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Portrait of a Heliophile’ 


Ten thousand feet high in the 
Chilean Andes, you can get 
an awful sunburn... and so 
can cables. Theactinic rays of the sun that 
high, raise ‘“hob’’ with cable coverings. 

Awhile back, Chile Exploration 
Company decided they were sick of the 
hob and gave our research engineers the 
job of making a cable that could lie in 
the broiling sun day after day without 
cracking and failing. So, we made Sunex 
Securityflext, a cable that defies the sun 
ten thousand feet high in the moun- 
tains and with equal defiance faces the 
rough and tumble conditions of mining 
3,000 feet below the surface of the earth. 

It is an example of the resourceful- 


WZ 


ness of Anaconda research. It is the 
same kind of research that produced a 
great basic advance in paper cable man- 
ufacture Type CBt construction 
that outlasts the standard type by an 
easily recognizable margin. 
Theadvantages of this research go into 
every product made by this company... 
and that includes a wire and cable for 
every electrical requirement. Put them 
to work for you. There is no premium. 


Anaconda Wire and Cable Company 


General Offices, 25 Broadway, New York 
City; Chicago Office: 20 No. Wacker Drive 
Subsidiary of Anaconda Copper Mining 
Company. Sales Offices in Principal Cities 
tReg. U 


USE MODERN IMPROVED 
ANACONDA WIRE AND CABLE 
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S. Pat. Off. 41385 





This familiar trademark 
- identifies Anaconda 
products. It symbol- 
izes the best efforts 
of man and science. 


*Borrowed from the Greeks: 
heltos (sun) and philos (love of) 
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Energy Output Rises 
Over Previous Week 


Power production for the week ended 
May 17 rose somewhat over the preced- 
ing week and was 15.6 percent above 
the same week last year. The Edison 
Electric Institute reported total output 
of 2.799.722,000 kw.-hr., which was 0.29 
percent above the preceding week and 
28.9 percent above the corresponding 
week of 1939. 

The weekly rise in energy output was 
seasonal and the likelihood is that the 
upward trend will continue with only 
seasonal gyrations. It was about this sea- 
son that the sharp upward trend in 
power production started last year, a 
condition which existed during the past 
three years. 

Some fluctuations were noted in the 
major geographic regions with a smaller 
percentage gain over last year than was 


Weekly Output, Millions Kw.-Hr. 


1941 1940 1939 
May !7 2,799 May !8 2,422 May 20 2,170 
May 10 2,791 May I! 2,387 May 13 2,170 
May 3 2,734 May 4 2,386 May 6 2,163 
Apr. 26 2,750 Apr. 27 2,397 Apr. 29 2,182 
Apr. 19 2,701 Apr. 20 2,421 Apr. 22 2,199 
Apr. 12 2,721 Apr. 13 2,418 Apr. 15 2,171 
Apr. 5 2,778 Apr. 6 2,381 Apr. 8 2,173 
Mar. 29 2,802 Mar. 30 2,422 Apr. | 2,210 
Mar. 22 2,809 Mar. 23 2,424 Mar. 25 2,198 
Mar. 15 2,817 Mar. 16 2,460 Mar. 18 2,225 


Per Cent Change from Previous Week 


Week Ending 











May 17 May 10 May 3 

New England +22.1 +26.0 +21.9 
Middle Atlantic . +13.) -+-15.2 +12.7 
Central Industrial...... -+20.8 +21.9 +-18.3 
West Central....... +-12.7 +11.7 +-12.0 
Southern States.... +19.3 +17.6 115.7 
Rocky Mountain +-16.1 +15.1 +-16.1 
Pacific Coast....... + 45 + 6.0 + 7.6 
Total United States +15.6 +16.9 +-14.6 


3.0 


2.9 


Billions of Kw-Hr. 


1.8 


es F 


recorded the week before in New Eng- 
land, Middle Atlantic and central in- 
dustrial and Pacific Coast regions. Other 
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divisions showed a moderate increase, 
notably in the South, where textile pro- 
duction for defense is being speeded. 





Power Bloc to Seek 
Spokane Vote Change 


Although the of Spokane, 
Wash., voted three to two against set- 


voters 


ting up their own municipal system us- 
ing Bonneville-Grand Coulee power, the 
public power bloc in the House is leav- 
ing no stone unturned to help the city 
“change its mind.” 

In approving a $22,858,500 appropri- 
ation for the Bonneville Power Admin- 
istration, the House OK’d the power 
bloc plea that $2,000,000 of the money 
be provided solely to build a transmis- 
sion line from Grand Coulee to Spokane, 
a distance of 78 miles. Originally, the 


appropriation authorization merely stip- 
ulated that the $2,000,000 be used to 
Dbulld tines from Grand Coulee, after 


the ty 
th ations were approved by the 


Pre it. The subcommittee, of which 
R itative Leavey of Spokane is a 
™ changed the wording to nail 

| down the entire amount for a line to 
. 
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Efforts by Congressman Rich of 
Pennsylvania to strike out this “pres- 
sure” maneuver were — successfully 
beaten back in the House under the 
power bloc leadership of Mr. Leavey 
and Representative Rankin. Rankin 
told the House the people of Spokane 
“of course will come again and demand 
this Bonneville power.” Leavey argued 
the line could be used for industrial 
plants in the Spokane area if the city 
didn’t take Bonneville power. 


Approve Boise Project 


Army engineers recently told a 
House flood control committee that the 
$13,100,000 Anderson ranch project on 
the Boise River in western Idaho was 
a justifiable undertaking. The project 
would combine flood control, irrigation 
and power features. The power part 
of the dam would cost $2,400,000.and 
would be paid for by revenue from sale 
of electricity. 


24, 1941 


Rates Reduced $300,000 
for City of Montreal 


City of Montreal will pay $300,000 a 
year in the future for electrical 
energy for street lighting and power 
purposes obtained from Montreal Light, 
Heat & Power Consolidated. The pri- 


less 


vate bills committee of the Quebec 
legislative assembly has adopted an 


amendment to the Montreal bill pro- 
posed by Hon. T. D. Bouchard, Minis- 
ter of Public Works, as follows: 

“The public service commission shall, 
before October 1, 1941, decide on the 
tariff for the supply of electrical energy 
now required for the lighting of the 
city’s streets with a modernized system, 
for the waterworks and for the other 
municipal services of the city. The city 
shall start at modernizing its 
street lighting system and complete it 
before May 1, 1943. To help the city 
for the purpose of modernization works, 
the city shall be assured of a minimum 
reduction of $300,000 a year, spread 


” 


once 


over twelve months. . . 
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EWS ABOUT PEOPLE 


C. C. Curtis Named Head 
of Southeastern Group 


Claude C. Curtis, who was elected 
president of the Southeastern Electric 
Exchange at the recent annual meeting 
in Augusta, Ga., has been president of 


the Savannah Electric & Power Co. 
since 1938. 

Mr. Curtis has been connected with 
the Stone & Webster system for 34 
years, starting as a student engineer 
with the Stone & Webster Engineering 
Corp., at Lowell, Mass. He then spent 
five years in Porto Rico with the Ponce 
Railway & Light Co., Ponce, serving 
successively as assistant light and 
power superintendent, light and power 
superintendent and general superin- 
tendent and manager. Subsequent as- 
signments followed, with the Lake 
Ariguanabo Co., Cuba; the Houghton 
County Electric Light Co., Calumet, 
Mich.; El Paso Electric Railway Co., 
and the Cape Breton Electric Co., Ltd., 
Sydney, Nova Scotia. 

In 1923 Mr. Curtis was named vice- 
president and manager of the Fall 
River Gas Works Co., Fall River, Mass., 
and then division manager Puget Sound 
Power & Light Co., Seattle and Olym- 
pia. Wash. He served as personnel di- 
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rector of the Engineers Public Service 
Co. and Stone & Webster Service Corp., 
New York, before becoming president 
of the Savannah Electric & Power Co. 


in 1938. 


>A. H. TimMMERMAN, vice-president 
Wagner Electric Corp., was re-elected 
president of the National Metal Trades 
Association at the recent annual con- 
vention in Chicago. 


> Ciayton E. Smirn, general manager 
of the Torrington Electric Light Co., 
Torrington, Conn., has been elected 


vice-president to succeed the late John 
N. Brooke. 


> Richarp SAcuHse, director of the 
California department of natural re- 
sources, has been appointed a member 
of the California Railroad Commission, 
succeeding Ray Wakefield, who re- 
signed to accept a position on the Fed- 
eral Communications Commission. A 
graduate civil engineer, Mr. Sachse 
practiced in Africa before coming to 
the United States. After experience 
with the U. S. Bureau of Reclamation 
and the Southern Pacific and Western 
Pacific railroads, he joined the Rail- 
road Commission engineering staff in 
1912. He was chief engineer of the 
commission when he resigned in 1923 
to take a similar position with the Los 
Angeles Railways. More recently he 
has been engaged in consulting work. 


I. A. Rose 
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Hotpoint Announces New 
Executive Appointments 


Announcement has been made by the 
Hotpoint Company of the election of 
R. W. Turnbull as executive vice-presi- 
dent; J. C. Sharp, vice-president in 
charge of engineering. and I. A. Rose, 
as vice-president in charge of manufac- 
turing. 

Mr. Turnbull has been the company’s 
first vice-president since March, 1940. 
He was vice-president in charge of sales 
from 1931 to 1940. He began his appli- 
ance career in 1909 as a salesman for 
the Southern California Edison Co. The 
following year he joined Pacific Electric 
Heating Co., Ontario. Calif., which 
made the original line of Hotpoint elec- 
tric appliances. When the present Hot- 
point organization was formed, in 1918, 
he became sales representative for the 
Pacific Northwest, and in 1924 was 
made Pacific Coast district manager. 

Mr. Sharp joined the Hotpoint Com- 
pany in 1929 as assistant to the range 
engineer. He became range engineer in 
1936 and chief engineer in 1937, suc- 
ceeding the then vice-president in 
charge of engineering, the late C. P. 
Randolph. Mr. Sharp will continue to 
carry out the duties of chief engineer in 
his new official capacity. 

Mr. Rose has been factory works 
manager for the past two years. He 
will continue to supervise manufactur- 
ing operations in all of the company’s 
plants. Mr. Rose joined the company 


R. W. Turnbull 
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in 1922 in the factory methods division. 
A year later, he was made foreman of 
range manufacturing and, subsequently, 
held the positions of assistant super- 
intendent, shop superintendent, super- 
intendent of Cicero plant, chief in- 


spector and director of purchases and 
production. 


Brett Named Controller 
Niagara Hudson Power 


George J. Brett, treasurer of western 
division companies of the Niagara Hud- 
son System and assistant controller of 
Niagara Hudson Power Corp., has been 





elected controller of Niagara Hudson 
Power Corp. 

Mr. Brett has been connected with 
the electrical industry in western New 
York for the past 24 years. He began 
his utility career in the accounting de- 
partment of the Niagara Falls Power 


Co. in 1917. He later became chief 
accountant of that company and in 1930 
was elected its assistant treasurer. In 
1932 Mr. Brett was elected treasurer of 
the Buffalo, Niagara & Eastern Power 
Corp. and also treasurer of its subsidi- 
ary companies, and a year later he be- 
came assistant controller of Niagara 
Hudson Power Corp. On the formation 
of the Buffalo Niagara Electric Corp. 
in 1937 he was elected its treasurer. 
After June 1 Mr. Brett will be at the 
corporation’s office in New York. 


> Grorce E. Kimpat, supervising en- 
gineer, Industrial Accident Commission 
of the State of California, has been 
elected president of the International 
Association of Electrical Inspectors. 
Mr. Kimball’s experience includes 
forty years in the electrical industry, 
twenty-four of which have been in elec- 
trical inspection and accident preven- 
tion work. He is a charter member of 
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the southwestern 


section LA.E.1., a 
member of the executive council, an 
alternate on the electrical committee, 
N.F.P.A., and a member of the National 
Electrical Safety Code Committee. He 
is also a member of the Electrical Coun- 
cil of Underwriters’ Laboratories, Inc. 


> Joseph W. Lincary, Lynn Gas & 
Electric Co.’s superintendent of elec- 
tric plant, has been elected chairman 
of the Lynn section of the A.L.E.E., suc- 
ceeding L. P. Shildneck of the River 


Works, G. E. company. 


> Rosert E. BorpeN was _ recently 
designated by President Edward J. 
Doyle to head Commonwealth Edison 
Co.’s newly created news service de- 
partment, handling company publicity 
matters. Mr. Borden was formerly 
associated with Robert Plowe, manager 
of the publicity and advertising depart- 
ment of the company. Under the new 
division of functions, Mr. Borden be- 
comes news service manager and Mr. 
Plowe advertising manager. 


OBITUARY 


Isaac T. Haddock 
Isaac T. Haddock, 58, former assist- 


ant general manager and vice-president 
of the New England Gas & Electric As- 
sociation, a director of the Cape & Vine- 
yard Electric, New Bedford Gas & Edi- 
son Light, Plymouth County Electric, 
Dedham & Hyde Park Gas & Electric, 
and New Hampshire Gas & Electric 
companies, recently lost his life while 
cruising alone at sea off Gay Head, 
Mass. His body was recovered on May 





13 by the crew of a fishing dragger, 
ending the mystery of his disappearance 
May 2. He was a native of Tiverton, 
R. I., and was educated at the Massa- 
chusetts Institute of Technology, spe- 
cializing in chemical engineering. He 
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entered the utility field in 1904, and re- 
signed from the New England associa- 
tion in 1938. Mr. Haddock was a former 
president of the New England Gas As- 
sociation. 


Elias S. Cornell 


Elias S. Cornell, chief engineer of the 
Delta-Star Electric Co. since 1936, died 
suddenly, in Hot Springs, Va., on May 
14, while attending the meeting of the 





National Electrical Manufacturers As- 
sociation. 

Mr. Cornell was born in Norway in 
1900 and received the degree of elec- 
trical and mechanical engineer from 
the University of Zurich, Switzerland, 
in 1923. He came to the United States 
in 1924 and first worked on construc- 
tion work for the Ohio Power Co. He 
was associated with the Northern States 
Power Co. for a short time before affili- 
ating himself with Sargent & Lundy, 
Inc., in Chicago. 

It was in 1926 that Mr. Cornell en- 
tered the engineering department of the 
Delta-Star Electric Co. He was ap- 
pointed assistant chief engineer in 1929 
and chief engineer in 1936. 


> Francis C. Tosin, 55, lighting sales 
engineer for the Salem (Mass.) Electric 
Lighting Co. and for eighteen years 
secretary-treasurer of the Essex County 
Electrical Club, died at 
May 1. 


Salem on 


> AttEN Hammonpn, 80, who was asso- 
ciated with the former Dwight Slate 
Co., Hartford, Mather Electric Co. of 
that city and Thomson-Houston Electric 
Co., Lynn, Mass., in the pioneer days of 
the central station industry, died at St. 
Petersburg, Fla., on May 8. He was a 
native of Rockville, Conn., and for some 
time was production engineer of the 
Pope Manufacturing Co., Hartford, re- 
tiring in 1908. 
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Electrical Exports 
Increase in March 


Exports of electrical equipment for 
March were valued at $12,587,564, 
compared with $10,919,912 for Febru- 
ary and with $12,971,734 for March, 
1940, according to the Department of 
Commerce. 

First quarter shipments to foreign 
markets were valued at $36,507,516, 
compared with $34,321,681 in the same 
period last year and with $24,672,867 
in March, 1939. 

A substantial increase was recorded 
in the March exports of electric house- 
hold refrigerators with a valuation of 
$900,413, as compared with $696,663 
in the previous month and with $673,- 
000 the 1940 monthly average. Com- 
mercial refrigerators up to one ton 
shipped to foreign markets were valued 
at $77,370. an increase of 12.7 per cent 
from the preceding month. Parts for 
electric refrigerators sent to overseas 
markets were valued at $394,310, 
against $363.583 in February. 

Exports of rubber-covered wire de- 
creased from $254,102 in February to 
$96,169 in March. Other insulated 
copper wire supplied to foreign cus- 
tomers was declared at $261,938 in 
March, against $562,332 in February. 


New Line Contracts 
Let By Bonneville 


Procurement Office, Bonneville Power 
Administration, Department of Interior, 
Portland, Ore., has made the following 
awards for equipment for Bonneville 
transmission line and power substation 
service: 

To Anaconda Wire & Cable Co., quantity 
of conductor and line accessories for new 
transmission line from Chehalis to Long- 
view, Wash. (Circular 1832), $40,614; 
Westinghouse Electric & Manufacturing 
{o., transformers (Circular 1726), $132,- 
492; Lapp Insulator Co., quantity of insu- 
lators for outdoor bus service (Circular 
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1776), $25,500; Ohio Brass Co., quantity 
of insulators for Walla Walla-Lewiston, 
Lewiston-Colfax, Wash., and Oregon City- 
Salem, Ore., transmission lines (Circular 
1785), $60,000; General Electric Co., 
quantity of 69-kv. circuit breakers for 
power substation at Raymond, Wash. 
(Circular 1822), $29,426; Allis-Chalmers 
Manufacturing Co., four 4,000-kva., 60- 
cycle transformers, with spare parts, for 
power substation at Cosmopolis, Wash. 
(Circular 1806), $40,902. 


Grand Coulee Contracts 


Secretary Ickes has awarded three 
contracts, amounting to $217,350, for 
furnishing additional equipment for the 
power plant at Grand Coulee. Westing- 
house Electric & Manufacturing Co. re- 
ceived a contract to furnish two 230- 
kv., 600-amp. oil circuit breakers for 
$143,565; General Electric will furnish 
two 115-kv., 1,200 amp. oil circuit 
breakers at its bid price of $50,970, and 
Railway & Industrial Engineering Co. 
will furnish seven disconnecting 
switches on a bid of $22,815. 
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Electrical Orders 
Show Rise in March 
The N.E.M.A. index of value of 


orders received for motors and genera- 
tors for March rose 66.3 points to 342 
from the February index of 275.7, an 
increase of 24 per cent. 

The index of value of orders received 
for transmission and distribution equip- 
ment for March declined 105.2 points 
to 251.3 from the revised February 
index of 356.5, a drop of 29.5 per cent. 


Sales Higher 


N.E.M.A. reported that the index of 
value of sales billed for March rose 
28.8 points to 223.3 from the February 
index of 194.5, an increase of 14.8 per 
cent. Sales have shown a steady rise 


since last fall. 

The value of orders and sales billed 
continue well above the level of a year 
ago and it is expected that the high 
volume of business will continue. 








1940 1941 


NEMA INDEX, value of orders received for motors (large d.c., polyphase, synchronous) 
and generators (engine, belt-driven): also for transmission and distribution equipment 
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Manufacturers Issue 
Earnings Reports 


\merican Transformer Co. in its re- 
port covering operations during 1940 
reports net income totaling $44,562, 
equal to 81 cents each on 55,000 shares 
of common stock, compared with 
$18,762, or 34 cents a share in 1939. 

Polaroid Corp. reports net loss dur- 
ing 1940 of $96,166, in contrast to a net 
income of $27,947 in 1939. 

Among the companies issuing reports 
for the first quarter of 1941 are: 


WorTHINGTON Pump & MAcHINERY—In- 
cluding its domestic subsidiaries, net profit, 
$700,192, equal after dividend requirements 
on the preferred stocks to $2.11 each on 
251,138 shares of common stock, compared 
with $552,805, or $1.52 each on 250,514 
shares of common stock, in the same period 
last year. 

Acme SteEEL—Including subsidiaries, net 
profit $963,474, after deduction for de- 
preciation, interest, Federal income tax 
provision of $481,230 and excess profits 
tax of $560,450. Earnings were equal to 
$2.94 a share on 328,108 capital shares and 
compares with $384,254 or $1.17 a share 
in the similar quarter of 1940. 

STEWART-WARNER — Including  subsidia- 
ries, net profit $564,005, equivalent to earn- 
ings of 44 cents per share, after provision 
for Federal income tax (normal tax) and 
excess profits tax. This compares with 
net profit of $328,202, equal to earnings 
of 26 cents per share for the correspond- 
ing 1940 period. In reporting to directors 
James S. Knowlson, president, stated, “The 
report of earnings must be taken with sev- 
eral grains of salt.” He pointed out that 
Stewart-Warner’s business, like that of 
many other leading industrial concerns, is 
linked closely with the uncertain war situa- 
tion and the national defense program. 
“Increased taxes are a part of this uncer- 
tainty,” he said. “Furthermore,” he added, 
“the company has found it necessary to 
tie up large amounts of cash because of 
its continually increasing interest and par- 
ticipation in the national defense pro- 
gram. tg 


Westinghouse 11% Bonus 


Westinghouse Electric & Manufactur- 
ing Co. will adjust upward 11 per cent 
this month the wages and salaries of 
employees under the compensation plan 
which establishes bonuses in propor- 
tion to the average company earnings 
of the preceding three months. The 
bonus in April was 10 per cent. April 
profits totaled $2,277,740, against $2,- 
514,128 a year ago and $2,055,498 in 
March, 1941. 
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New York Metal Prices 


May 21,'41 May 13, ‘41 
Cents per Cents per 


Pound Pound 
Copper electrolytic....... 12.00* 12.00* 
lead, A. S. & R. Price... 5.85 5.85 
aemony Meeieinaias biaeds 14.00 14.00 
Nickel, Ingot.............. 35.00 35.00 
SE SOR scan vcuedvics 7.64 7.64 
Li Se eneeee 52.25 52.75 
Aluminum, 99 per cent... 17.00 17.00 


"Delivery Connecticut Valley. 
SS 





Field Reports on Business 


Industrial activity is swelling the volume of orders for electrical equipment. 
Heavy machinery is in demand. Some manufacturers believe that raw material 
will prove the bottleneck if orders show further expansion. Utilities are buying 


as construction programs are speeded. 


NEW YORK 


The growing number of strikes is caus- 
ing delay in defense production and dis- 
rupting plant schedules. Higher prices 
are seen as a result of wage increases and 
rising cost of materials. It is expected 
that there will be a sharp rise in demands 
for those products which will be left free 
for consumer purchases by the priorities 
division. Efforts are being made to use 
substitutes where materials conflict with 
defense production. 

Belief among buyers is that there will 
be immediate scarcity of merchandise in 
the lamp market. Deliveries are in fairly 
good condition and manufacturers have 
started work on new items to be shown 
in July. Plastics are to be used more ex- 
tensively. 

Manufacturers expect changes in the 
1942 lines of refrigerators, ranges and 
other major electrical appliances will be 
kept to a minimum. Some variations will 
be made to stimulate increased demand. 
There has been some price cutting on re- 
frigerators in this area. The practice is be- 
ing discouraged by distributors and _ in- 
dependent stores. Refrigerator sales for 
the country are up 54 per cent for the first 
three months. 

Orders for heavy electrical equipment 
continue in volume, with utilities and in- 
dustrials placing a steady stream of new 
orders. Some hedging on price increases 
is being practiced, with no delivery dates 
being set. Manufacturers expect that the 
bottleneck will be materials if demand 
shows further increase. 

Engineering awards last week reached 
$94,991,000, an increase of 103 per cent 
over the same week last year, and 31 per 
cent higher than the preceding week. In- 
dustrial building volume rose sharply. 


PACIFIC COAST 


Despite the steadily mounting volume of 
general business, many well-established 
electrical contractors in the major coast 
cities report their own business to be dis- 
appointing. This is attributed to the na- 
ture of defense, camp and housing work 
and the appearance of new firms which 
specialize in it. This also confirms the wis- 
dom of the coast utilities program for en- 
couraging “bread-and-butter” business and 
consequent post-war preparedness. The re- 
cent northern California industry cam- 
paign on electric ranges and water heaters 
produced two months’ sales of 3,029 and 
1,378 respectively, an increase of 300 per- 
cent over last year. Pacific Gas & Electric 
Co. is waging an all-year campaign in 
which sales credits are allowed only for 
installations averaging 50 fc. and over. 

Two additional shipways with 4,000 kw. 
connected load are being added to a south 
San Francisco yard. Southern California 
and Arizona airports have reached the 
electrical stage and record many flood and 
boundary installations averaging $40,000 
each, including distribution systems, as 
at Winslow, Tucson, Yuma and Las Vegas. 
Bonneville has bought 144 lighting stand- 
ards for the main plant. Recent varied or- 
ders of interest include a 12,500-kva. West- 
inghouse transformer for Vancouver, Wash- 
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ington, station and $75,000 electric equip- 
ment and generator for San Francisco 
Presidio Military Post. Recent appropria- 
tions cover $34,750,000 for continuation of 
California Central Valley project. 


CHICAGO 


Further gains were recorded last week in 
sales of virtually all types of electrical 
equipment. Reports indicate an exception- 
ally heavy demand for motors, control ap- 
paratus, transformers and_ switchboards. 
Utilities are buying equipment in substan- 
tial volume, including switchgear, regula- 
tors and capacitors, transformers and cir- 
cuit breakers. Westinghouse Electric & 
Manufacturing Co. recently increased the 
space in its local plant for fabrication of 
large numbers of switchboards and panel- 
boards. An increasing number of instances 
have been reported of delays encountered 
in securing certain sizes of wires, cable, 
boxes and fittings. 

Fries Walters Co. was awarded the elec- 
trical contract totaling $1,398,800 for the 
new Buick aviation engine plant being 
built here. 

Awards of defense contracts moved at a 
faster pace last week, with $16,991,280 
being placed in this area, including gener- 
ator sets, $25,056; portable drills, $34,605; 
electric furnaces, $3,690; electric trucks, 
$24,983 ; conduit, $13,840; oil circuit break- 
ers, $32,791; switchboards, $48,891. 


NEW ENGLAND 


New England’s response to recommenda- 
tions that sub-contracts for equipment 
needed for national defense be “farmed 
out” and, as far as possible, spread through- 
out this area among outlying factories and 
shops, has resulted in a noticeable pick-up 
in sales of small motors, wiring supplies and 
widely diversified electrical products. 

Brockton Edison Co. has added a 5,000- 
kw. steam turbine unit to the stand-by 
capacity of its East Bridgewater (Mass.) 
plant. The Navy Department has purchased 
two 1,500-kw. and one 1,000-kw. steam tur- 
bine units for installation at Atlantic coast 
bases. 

Electric cable manufacturers are busy; 
Rockbestos Products Corp. has received an 
order amounting to $62,737, and during the 
past fortnight Collyer Insulated Wire Co., 
Pawtucket, R. I., was awarded a contract 
amounting to $34,057. 

C. I. Hayes Co., Providence, R. I., has 
sold $2,215 worth of electric furnaces to 
the War Department. Sight Light Corp., 
Deep River, Conn., has received a govern- 
ment order for portable electric hand lan- 
terns involving $71,435. Hampden Electric 
Supply Co., Springfield, Mass., has sold 
$3,094 worth of conduit for installation at 
War Department bases in this area, and 
recent orders for small motor pumping 
units noted by one manufacturer totaled 
more than 125 hp. Recently orders aggre- 
gating about $11,000 in welders were 
placed in eastern Massachusetts training 
schools. Fluorescent lamp manufacturers 
are being rushed to supply the demand for 
their units. 
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Utility Stocks Lose Ground; Bonds Dip 
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Electric light and power stocks receded during the past week, the “Electrical World” 


index dropping to 23.4 from 23.8 the preceding week; last year, 26.4. 


Bonds dipped 


to 105.8 from 105.9 the preceding week; last year, 104.1 





Two Utilities Offer 
Preferred Shares 


Offering of a new issue of 780,792 
shares of 5 per cent cumulative pre- 
ferred stock of the Louisville Gas & 
Electric Co. has been made at a price 
of $27.25 a share. The par value of 
the stock is $25. Holders of the com- 
pany’s 7 per cent and 6 per cent cumu- 
lative preferred stocks receive the prior 
opportunity, expiring on May 28, to 
exchange their holdings for the new 
stock. Each share of the outstanding 
stock may be exchanged for four shares 
of the new preferred, $6 in cash and 
an additional sum in cash representing 
dividend adjustments. The outstanding 
preferred stocks are of $100 par value. 

Public offering was made last week 
of 58,710 shares of Wisconsin Electric 
Power Co. preferred stock, 434 per 
cent series, at a price of $96.75 per 
share. The shares being offered are 
owned by the North American Co. and 
this offering does not represent new 
financing by the Wisconsin Electric 
Power Co. With the sale of these shares, 
the North American Co.’s voting power 
in the company will be reduced from 
76.41 to 72.96 per cent. 


Seeks to Issue Stock 


Montana-Dakota Utilities Co., Min- 
neapolis, Minn., has applied to the Fed- 
eral Power Commission for authority to 
issue 5,000 shares of its 5 per cent 
series preferred stock of $100 per value 
per share and 10,000 shares of common 
stock of $10 par value per share. The 
common stock is to be issued only upon 
the exercise of common stock purchase 
warrants to be given to purchasers of 
the preferred shares, entitling holders 


20 (1724) 





of the warrants to purchase two shares 
of common stock for each share of pre- 
ferred stock purchased. 


SEC Denies Exemption 
to Manufacturers Trust 


Securities and Exchange Commission 
has refused to exempt the Manufactur- 
ers Trust Co. from provisions of the 
Holding Company Act on the ground 
that, as the company asserted, it was 
“only incidentally a holding company,” 
but the commission did enlarge the 
scope of a partial exemption already 
granted under a different section of the 
act. The company, a commercial bank- 
ing institution, owns all the capital 
stock and the entire outstanding debt 
of the Utility Service Co., about 15 
per cent of the voting securities of the 
New England Public Service Co. Utility 
Service Co. has a controlling interest 
in units in several states. 

The commission maintained that in 
view of the fact that there was no func- 
tional relationship between the _busi- 
ness of a commercial bank and opera- 
tion of electric and gas utility com- 
panies in New England, Ohio, Minne- 
sota and Wisconsin, it could not agree 
that Manufacturers Trust was “only 
incidentally a holding company.” SEC 
granted a further temporary exemption, 
however, under Section 3(A) (4) of 
the Holding Company Act. 


File Under New Rule 


New York State Electric & Gas Corp. 
has filed with the Securities and Ex- 
change Commission an application cov- 
ering an issue of $35,393,000 of first 
mortgage bonds due in 1971 and $12,- 
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000,000 par value of preferred stock, 
which will be the first utility issue pro. 
posed to be offered under the commis. 


sion’s new rule for competitive bidding, 


Stockholders Study 
Refinancing Plan 


Plans for a general recapitalization 
program and change of name to Califor- 
nia Light & Power Co. have been placed 
before stockholders of the Nevada-Cali- 
fornia Electric Corp. by A. B. West, 
president. The name change is attrib. 
uted to the fact that 87 per cent of the 
company’s business is now in Califor- 
nia; the recapitalization program is ex- 
pected to provide a better balance in 
capital structure through a larger pro- 
portion of equity capital and a reduc- 
tion in money costs. 

Recapitalization plans include: 

1. Retirement of the present 105,023 
shares of $100 par 7 per cent preferred 
through exchange for a new $50 par 6 per 
cent cumulative preferred in the ratio 
of one share of old preferred for four- 
fifths of a share of new preferred plus 
six shares of new $10 par common. 

2. Clearance of $11 per share arrearage 
in dividends on the old preferred by pay- 
ment July 1 of one-fifth share of the new 
6 per cent preferred and $1 in cash. 

3. Creation of a new issue of $50 par 5 
per cent cumulative callable prior preferred 
as a medium of junior financing, 60,000 
shares to go to underwriters at this time 
to provide about $3,000,000 of new money. 

4. Sale to underwriters of $18,500,000 
of new 25-year 3} per cent bonds and of 
$4,000,000 of one to ten-year serial notes 
at an anticipated average rate of 2.6 per 
cent. 


Will Buy Own Preferred 


Cities Service Power & Light Co. 
has filed a declaration with the SEC 
for authority to expend not more than 
$100,000 in the acquisition of its out- 
standing preferred stock during the 
remainder of 1941, in the open market 
or at private sales. 





Utility Reports 


— 


Net Income 
1941 1940 

*Alabama Power............. $3,366,940 $3,949,531 
tAmerican Pwr. & Lt. and 

EE OO 11,524,426 11,494,975 
*American Wtr. Wks. & Elec. 

= eer ae 3,795,658 3,944,212 
*Columbia Gas & _ Elec. 

a ae ren ae 10,699,214 14,134,606 
*Consumers Power............ 11,287,052 10,042,785 
"Georgia Power.............. 4,725,621 4,709,728 
*Idaho oa Beaune ty ox 1,532,360 1,530,493 
Louisville Gas & Elec. ® 

OE OES nici seve ans _ 2,939,141 2,931,745 
*Montana Power and subs.... 3,781,480 3,540,862 
*New Orleans Public Serv... 2,453,051 2,508,452 
*N. Y. Power & Light....... 3,931,063 2,370,120 
"Ohio Edison\.........00.000- 4,230,058 4,194,401 
*United Gas Improvement " 
ee Ee eee 28,389,270 28,259,067 


* Twelve months ended March 31. 
t Twelve months ended February 28. 
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Irasca, TeEx.—Brazos River Electric 
Transmission Co-operative, Inc., Itasca, 
receives bids until June 3 for transmis- 
sion lines in Clay, Limestone, Johnson, 
Hill, Archer, Hood and other counties, 
totaling 26 in all, with aggregate line dis- 
tance of about 800 miles. Fund of $1,550,- 
000 has been secured through federal aid 
for project, including power substations, 
switching stations and other facilities. 
Power supply will be obtained from Pos- 
sum Kingdom Dam hydro-electric station 
of Brazos River Conservation and Irriga- 
tion District, Temple, Tex. H. B. Gieb & 
Co., Texas Bank Building, Dallas, Tex., 


are consulting engineers. 


Tipton, lowa—lIowa Power & Light Co., 
Des Moines, Iowa, has concluded arrange- 
ments with City Council for installation 
and operation of a stand-by power station, 
to supplement service furnished by mu- 
nicipal power plant. Special election has 
been called June 12 by city for approval 
of project, including construction of build- 
ing by municipality for new station. 


CLEVELAND, On10—Ohio Crankshaft Co., 
Inc. 6600 Clement Street, plans installa- 
tion of motors and controls, switchgear, 
duct lines, conveyors, electric hoists and 
other equipment in new additions to plant 
for production of parts for Diesel engines 
for Navy Department, Washington, D. C. 
Fund of $1,720,000 will be provided by 
Government for project. Work is scheduled 
to be placed under way at once. 


TopeKA, Kan.—Kansas Power & Light 
Co. has approved plans for addition to 
local steam-electric generating _ station, 
about 50x 80 feet, for expansion in steam 
department. Installation will include new 
boiler unit and auxiliary equipment. Black 
& Veatch, 4706 Broadway, Kansas City, 


Mo., are consulting engineers. 


VALLEJO, CaLir.—Bureau of Yards and 
Docks, Navy Department, Washington, D. 
C., receives bids (no closing date stated) 


Sales Opportunities 


for furnishing and installing electric serv- 
ices for dry dock No. 4, Mare Island navy 
yard, Vallejo, and for connecting quay 
walls between dry docks Nos. 2 and 3, 
including transformers and_ accessories, 
motor-generator switchgear, cables and 
ship service outlets complete. Public 
Works Officer at yard in charge (Specifi- 
cations 10439). 


Loneview, WAsH.—Administrator, Bonne- 
ville Project, Department of Interior, 
Portland, Ore., is approving purchase of 
tract of about 25 acres of land in South- 
ern part of Longview, to be used as site 
for large power substation for terminus 
for high-tension lines of Bonneville sys- 
tem from Chehalis, Wash., and Astoria, 
Ore., respectively. 


GRAETTINGER, IowA—Town Council re- 
ceives bids until June 10 for equipment 
for municipal power plant, including (1) 
Station building, 44x56 feet; (2) Two 
Diesel engine-generating units; (3) 
Switchboard, station wiring and auxiliaries; 
and (4) Electrical distributing system. 
Fund of $100,000 has been arranged for 
project. 


Sr. Paut, Minn.—International Harves- 
ter Co., 180 North Michigan Avenue, Chi- 
cago, Ill., plans installation of motors and 
controls, switchgear, duct lines, regulators, 
electric hoists, conveyors and other equip- 
ment in new plant at St. Paul, for produc- 
tion of guns for War Department, Wash- 
ington, D. C. Certain existing buildings 
will be used for project, which will cost 
about $4,000,000, majority of such fund, 
to be furnished by Government, to be 
used for machinery and equipment pur- 
chases. Work is scheduled to begin soon. 


Cuicaco, Itt.—Commonwealth Edison 
Co. has filed plans for new coal-handling 
and storage system for power plant serv- 
ice at 2231-57 South Loomis Street. Sar- 
gent & Lundy, Inc., 140 South Dearborn 
Street, is consulting engineer. 


Miami, Oxia.—Grand River Dam Au- 
thority, Vinita, Okla., has plans maturing 
for new 66,000-volt transmission line from 
Grand River Dam hydroelectric generating 
station to Miami and vicinity, close to 35 
miles, for service at lead and zinc mining 
properties in that district. Cost estimated 
about $125,000. Holway & Neuffer, 302 
East Eighteenth Street, Tulsa, Okla., are 
consulting engineers. 


Newport, R. I1.—Public Works Officer, 
Naval Training Station, Newport, receives 
bids until June 4 for installation of equip- 
ment in power plant at local station, in- 
cluding boilers, pumps, automatic feed- 
water regulators, soot blowers, recording 
and indicating instruments, boiler meters, 
flow meters, wiring systems and complete 
accessories; also, for removal of two exist- 
ing boilers and two boiler-feed pumps 
(Specifications 10334). 


Wasuincton, D. C.—General Puchasing 
Officer, Panama Canal, Washington, re- 
ceives bids until June 3 for 1,400 high- 


tension insulators (Schedule 5133). 


SEATTLE, WasH.—Seattle-Tacoma Ship- 
building Corporation, Harbor Island, 
Seattle, plans installation of motors and 
controls, transformers and _ accessories, 
switchgear, industrial lighting system, duct 
lines, electric hoists and other equipment in 
connection with expansion at shipbuilding 
plant, where previously announced exten- 
sions are under way. New work will in- 
clude outfitting pier, shops and other struc- 
tures, with cost estimated close to $700,- 
000. 


Fairmont, W. Va.—Monongahela-West 
Penn Public Service Co., Fairmont, plans 
six crossings over Monongahela River in 
connection with extensions in 132,000-volt 
high-tension system, such crossings to be 
near Hildebrand, Flaggy, Round Bottom, 
Catawba, Montana, and mouth of Little 
Creek. Application has been made for 
Federal permission. Company also will ex- 
tend transmission lines in vicinity of Mc- 
Whorter, Harrison County, for distance of 
about eight miles, and for which authority 
has been secured. 


Se re 


Bids: June 2 (75) 
Substation and other work 


GRAND RIVER DAM AUTHORITY 
GRAND RIVER PROJECT—PENSACOLA 
DAM, CONTRACT 13-H—TULSA SUB- 
STATION ~~ WORK 

Sealed bids will be opened by the Board 
of Directors of the Grand River Dam Au- 
thority in Vinita, Oklahoma, on the sec- 
ond day of June, 1941, at 10:00 o'clock 
A.M. for 

Contract 13-H—the building of substa- 
“ons and other work as follows: 

Section I—The Tulsa Substation, a 115- 
ky-69-ky-13.8-kv substation; the furnishing 
of all equipment except a 10,000-kva and 
an §,000-kva power transformer and two 
(2) 69-kv oil circuit breakers furnished 
under Contract 13-G; the installation of all 
‘quipment, grading, excavation, fill, build- 
ing of all steel and concrete work, rein- 
oreed concrete building, roadway, side- 
hm Wwoven-wire fence, and concrete cul- 
,, Section 1I—The Markham Ferry Switch- 
ing Station, including the removal of present 
fauipment and the re-use of a portion of 
'8 equipment, the furnishing of all other 
quipment except a 1200-kva power trans- 
omer and a 115-kv oil circuit breaker 
timshed under Contract 13-G, the installa- 
al of a 1 equipment, grading, excavation, 
an} surfacing, and the building of all steel 
bella rete work, a reinforced concrete 
§ ing, a roadway, and woven-wire fence; 

ection IlI—At the Pensacola Switchyard 
€ installation of a 1200-kva power trans- 
Tmer to be furnished under Contract 13-G, 
ont furnishing of all auxiliary equipment 

Structures, and the installation of a 


fo) 
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OFFICIAL PROPOSAL 


carrier communication terminal. 

Bidders shall bid on all sections and all 
items; and the work, if awarded, will be 
awarded as one contract for all the work 
herein included. 

Bids may be filed with the General Man- 
ager of the Authority at his office in the 
City Hall, Vinita, Oklahoma, up to 10:00 
o’clock A.M. of said day, at which time they 
will be opened and publicly read at a meet- 
ing of the Board of Directors. Any bid 
received after the closing time (10:00 
o’clock A.M.) will be returned unopened. 

The Plans and other Contract Documents 
are on file and can be seen at the Office of 
the General Manager of the Authority, City 
Hall, Vinita, Oklahoma, and they can be 
obtained from the Office of Holway and 
Neuffer, Engineers, 302 East 18th Street, 
Tulsa, Oklahoma, or Vinita, Oklahoma, on 
deposit of $25.00 of which amount $12.50 
will be refunded upon return of plans and 
specifications in good condition within ten 
days after the award of the contract. No 
refund will be made after that date. The 
total amount of the deposit will be refunded 
to all bidders. All checks for these deposits 
shall be made out to Holway and Neuffer. 

Each proposal must be accompanied by 
a certified or cashier’s check on any solvent 
bank or trust company, payable without 
reserve to the Grand River Dam Authority, 
in an amount not less than five per cent 
(5%) of the total amount of the bid. If 
bids are held more than ten days any 
bidder may substitute a satisfactory Bid- 
der’s Bond for his check in the same 
amount, and thereupon his check will be 
returned to him. Checks or bid bonds of 
the three low bidders will be retained until 
approval of contract and execution of satis- 
factory bond by the successful bidder, or 


24, 1941 


until other disposition of the bids is made. 

The bonds required will be a performance 
bond for the faithful performance of the 
work and a statutory bond for the protec- 
tion of laborers and materialmen, both in 
the full amount of the contract. 

- All bids must be made on the proposal 
forms furnished by the Authority and must 
be in accordance with the “Requirements 
for Bidding and Instructions to Bidders. 

No bid may be withdrawn for at least 
sixty (60) days after the scheduled closing 
time for receipt of bids. 

If awarded, the whole work under this 
contract will be awarded as one contract 
to the lowest responsible bidder. 

All work herein advertised is to be paid 
for by voucher on estimates furnished by 
the Engineers. 

Attention of the bidders is called to the 
Wage Scale as determined by the Authority 
and appearing in the “Construction Terms 
and Conditions.” 

The Authority will request every bidder, 
before his bid is considered for award, to 
file a statement of facts as to his previous 
experience in performing similar work of 
comparable magnitude, of his business and 
technical organization, and financial re- 
sources and plant available and to be used 
in performing the contemplated work. Each 
bidder must have such information, together 
with a recent financial statement, available 
at Vinita, Oklahoma, the day on which bids 
are to be received. 

The Board of Directors reserves the right 
to reject any or all bids and to waive any 
informality in any bid. 

Dated this 6th day of May, 1941. 

GRAND RIVER DAM AUTHORITY, 
By: RAY McNAUGHTON, 
Chairman, Board of Directors. 
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Pneumatic Operating 
Mechanism 


Three types, providing a complete line, 
of pneumatic operating mechanisms are 
available for G.E. outdoor oil-blast circuit 
breakers up to 230 kv. The mechanisms 


Type 
anism. 


N. Y. 


MA-13"' 


pneumatic operating 
General 


Electric Co., 


mech- 
Schenectady, 


require a low operating current, and their 
design permits fast operation without ab- 
normal stresses on the  breaker—-even 
superspeed (20 cycles) reclosing of the 
largest breakers, according to a company 
statement. Standard compressor unit is 
driven by either an a.c. or d.c. motor. 
Pressure switches assure adequate operat- 
ing pressures and the air supply system 
has capacity for sufficient breaker oper- 
tions to take care of any normal operating 
condition. 


Motors 


Totally inclosed fan-cooled 


Electric Co., St. Louis, Mo. 


motors. 


Century 


New line of explosion-proof motors for 
use in atmospheres containing grain dust 
has been approved for Class I], Group C 
locations. Cooling air is forced through 
the large air passages surrounding the 
motor closure at a velocity which resists 
clogging and keeps the air passages clean. 


Resistors 


"Live" and 
various core 
in. to 22 

Chicago, | 


"Dead bracket type resistors 
sizes with diameters from yf 


Ohmite Manufacturing Co., 


Wire-wound vitreous-enameled resistors 
are available in two types, for applications 
such as signal circuits, electrical refrigera- 
tion control, storage battery charging and 
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switchboards. The “Live” bracket type 
resistors have flexible leads connected to 
tin-plated brass brackets. They are de- 
signed for mounting and making electrical 
connection by bolting slotted brackets to 
panel terminals. “Dead” bracket type re- 
sistors are mounted by bolting to the brack- 
ets, and electrical connections are made 
separately to the lugs. Both types made 
to order according to specifications. 


Tube Contactor 


"Stat-O-Tron'' contactor, can be 
loads as low as 5 kva., 
Detroit, Mich. 


used with 
Weltronic Corp., 


Designed primarily for use in connection 
with spot, projection and butt welders, the 
new contactor has two air-cooled glass 
tubes. Tubes will operate on 220, 440 or 
550 volts without any internal changes in 
the contactor. Thermostat is provided in 
anode circuit of each tube, to prevent dam- 
age in case of overload. Firing is accom- 
plished by means of a static charge. Con- 
tactor is available with or without firing 
relay; the relay operates on any coil volt- 
age of from 24 to 550 volts. 


Lighting Control Switch 


New photoelectric 
relay can be used 
to control electrical 
circuits in accord- 
ance with the rise 
and fall of natural 
illumination. Incan- 
descent lighting 
load is switched on 
and off at chosen 
lighting levels. Op- 
eration is automatic, 
no resetting being 
necessary. Some ap- 
plications are fac- 
tory lighting indoors 
and outdoors, street 
and highway illumi- 
nation, billboards 
and signs, schools, 
airport lights, and  ‘‘Sun - Switch,"" — oper- 
public _ buildings. 2'e¢ jrom_{!0-volt, 9 
Control circuit uses United Cinephone 
a type 921 phototube 


Corp.,_ Torrington, 
and two type 6J5 Conn. 
tubes. 


BUYING ELECTRICAL EQUIPMENT?— 
“Electrical World” Electrical Buyers Ref- 
erence is a convenient place to look first 
for manufacturers’ product data, 
and addresses. 


names 
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Water Cooler 


For Class 1, Group D hazardous loca. 
tions, such as oil refineries and paint fac. 
tories, a new explosion-proof water cooler 
has been made available. Cycling control 


Explosion-proof water cooler; capacities, 
8.2, 9.8 and 18.9 gal. per hour of water 
cooled from 80 to 50 deg. F. Westinghouse 
Electric & Mfg. Co., East Pittsburgh, Pa. 


mechanism and overload protective devices 
are completely inclosed. Motor and com- 
pressor are water-cooled by a counter-flow 
double tube condenser wrapped around the 
motor shell. Automatic flow control regu- 
lates the flow of the condensing water 
when condensing unit is running and stops 
the flow when unit is idle. 


Thermostat 


"Pilotherm'’ cartridge type thermostat, 
capacity 500 watts, 115-230 volts a.c.; maxi- 
mum operating temperatures, 300, 450 and 
750 al George Ulanet Company, New- 
ark, N. J. 


New thermostat is available for use on 
hot plates, hot tables, melting pots, mold- 
ing presses and other electrically heated 
machines. It contains a snap switch and 
box, pilot light, and cartridge type thermo- 
stat (£ in. diam. x 2} in. long), assembled 
and wired ready for installation. Nickel 
wire is used between thermostat and box, 
also for connection to heater terminals. 


Fluorescent Lighting 


New fluorescent lighting system consists 
of units in single- and double-reflector 
lengths, utilizes 48-in. Mazda F lamps. 
The units may be used individually or 
joined together in series to form a con- 
tinuous fixture and may be installed on 
the ceiling or suspended from the ceiling. 
Illumination may be increased approxi- 
mately one-third after units are installed 
if two-lamp units are used with triple- 
lamp reflectors; changeover can be ac- 
complished by installing additional ballast, 
compensator, socket, switch and lamp. 


‘Lite - Line" fluorescent lighting. unit. 
Benjamin Electric Mfg. Co., Des Plaines, !'!. 
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